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Message Text 


UNCLASSIFIED 

PAGE 01 BOGOTA 04258 16I304Z 
42 

ACTION ARA-10 

INFO OCT-OI ISO-00 EB-05 DRC-OI RSC-OI /0I8W 

042767 

R 15 165 IZ MAY 74 
FM AMEMBASSY BOGOTA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 2762 

UNCLAS BOGOTA 4258 

E.O.II652: N/A 
TAGS: BBAK, CO 

SUBJECT: ELECTRIC CURRENT ABROAD 
REE: A-2244 OF MARCH 15, 1974 

1 . THE FOLLOWING ARE THE CHANGES FROM 1967 EDITION OF ELECTRIC 
CURRENT ABROAD FOR COLOMBIA. CHANGES ARE EOR NOMINAL VOLTAGE 
ONLY: 

A. BARRANQUILLA, PALMIRA, SANTA MARTA, SINCELEJO, AND 
TUNJA SHOULD BE 1 10/220 VOLTS. 

B. BOGOTA SHOULD BE 1 10/150/240 VOLTS. 

2. NO OTHER CHANGES IN TYPE AND FREQUENCY, NUMBER OE PHASES, 

NOMINAL VOLTAGE, NUMBER OE WIRES, OR EREQUENCY STABILITY. 

3. ELAT BLADE ATTACHMENT PLUG 15 MOST COMMONLY IN USE 
THROUGHOUT COLOMBIA. TYPE A OE ATTACHMENT 2, REFAIR. 

ADAPTERS TO CHANGE EROM ONE TYPE PLUG TO ANOTHER ARE NOT READILY AVAI 
LABLE. 

4. NO PLANS EXIST TO CHANGE TYPE OE CURRENT, POWER LINE 
FREQUENCY, OR POWER VOLTAGE. 

VAKY 


UNCLASSIFIED 


NNN 


Deciassified/Reieased US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Attributes 


Automatic Decaptioning: X 
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Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 MAY 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974BOGOTA04258 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740121-0224 
From: BOGOTA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740547/aaaabppe.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: A-2244 OF MARCH 15, 1974 
Review Action: RELEASED, APPROVED 
Review Authority: boyleja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 28 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <28 OCT 2002 by cunninfx>; APPROVED <06 JAN 2003 by boyleja> 
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Review Release Date: n/a 
Review Release Event: n/a 
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Subject: ELECTRIC CURRENT ABROAD 
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